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Foreword 


ISO (the International Organization for Standardization) and IEC (the International Electrotechnical 
Commission) form the specialized system for worldwide standardization. National bodies that are members of 
ISO or IEC participate in the development of International Standards through technical committees 
established by the respective organization to deal with particular fields of technical activity. ISO and IEC 
technical committees collaborate in fields of mutual interest. Other international organizations, governmental 
and non-governmental, in liaison with ISO and IEC, also take part in the work. In the field of information 
technology, ISO and IEC have established a joint technical committee, ISO/IEC JTC 1. 


International Standards are drafted in accordance with the rules given in the ISO/IEC Directives, Part 2. 
The main task of the joint technical committee is to prepare International Standards. Draft International 
Standards adopted by the joint technical committee are circulated to national bodies for voting. Publication as 


an International Standard requires approval by at least 75 % of the national bodies casting a vote. 


Attention is drawn to the possibility that some of the elements of this document may be the subject of patent 
rights. ISO and IEC shall not be held responsible for identifying any or all such patent rights. 


ISO/IEC 17594 was prepared by Ecma International (as ECMA-331) and was adopted, under a special “fast- 


track procedure”, by Joint Technical Committee ISO/IEC JTC 1, Information technology, in parallel with its 
approval by national bodies of ISO and IEC. 
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Information technology — Cases for 120 mm and 80 mm 
DVD-RAM disks 


Section 1 - General 


1 Scope 


This International Standard specifies the characteristics of a case for use with the 120 mm and 80 mm DVD- 
RAM disks specified in International Standard ISO/IEC 17592. The present International Standard specifies 
nine related , but different implementations of this case, viz. 


Type 1 A case for a one-sided (Type 1S) or a two-sided (Type 2S) 120 mm DVD-RAM disk such that the 
disk cannot be removed from the case. This case is reversible. 


Type 2 A case for a one-sided (Type 1S) 120 mm DVD-RAM disk such that the disk may be removed from 
the case. This case is not reversible. 


Type 3 A case into which a one-sided (Type 1S) or a two-sided (Type 2S) 120 mm DVD-RAM disk may be 
inserted, then used as a cartridge. This case is not reversible. 


Type 4 A case for a two-sided (Type 2S) 120 mm DVD-RAM disk such that the disk may be removed from 
the case. This case is reversible. 


Type 5 A case into which a one-sided (Type 1S) or a two-sided (Type 2S) 120 mm DVD-RAM disk may be 
inserted, then used as a cartridge. This case is reversible. 


Type 6 A case for a two-sided (Type 2S) 80 mm DVD-RAM disk such that the disk may be removed from 
the case. This case is reversible. 


Type7 A case for a one-sided (Type 1S) 80 mm DVD-RAM disk such that the disk may be removed from 
the case. This case is not reversible. 


Type 8 A case into which a two-sided (Type 2S) 80 mm DVD-RAM disk may be inserted, then used as a 
cartridge. This case is reversible. 


Type9 A case into which a one-sided (Type 1S) 80 mm DVD-RAM disk may be inserted, then used as a 
cartridge. This case is not reversible. 


This International Standard specifies 
— the environments in which the cases are to be operated and stored; 


— the dimensional and mechanical characteristics of the case, so as to provide mechanical 
interchangeability between data processing systems; 


This International Standard provides for mechanical interchange between optical disk drives. Together with 
International Standard ISO/IEC 17592 for 120 mm (4,7 Gbytes per side) and 80 mm (1,46 Gbytes per side) 
DVD-RAM disks and a standard for volume and file structure, it provides for full data interchange between 
data processing systems. 


2 Conformance 
A claim of conformance with this International Standard shall specify the Type implemented. A case shall be in 


conformance with this International Standard if it meets the mandatory requirements specified herein for its 
Type. 
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3 Normative references 


The following referenced documents are indispensable for the application of this document. For dated 
references, only the edition cited applies. For undated references, the latest edition of the referenced 
document (including any amendments) applies. 


ISO/IEC 17592:2004, Information technology — 120 mm (4,7 Gbytes per side) and 80 mm (1,46 Gbytes per 
side) DVD Rewritable Disk (DVD-RAM) 


ECMA-287:2002, Safety of electronic equipment 


4 Definitions 


For the purpose of this International Standard the following definitions apply: 


4.1 
cartridge 
a device consisting of a case containing a rewritable disk 


4.2 
case 
the housing for an optical disk, that protects the disk and facilitates disk interchange 


5 Conventions and notations 


5.1 Representation of numbers 


A measured value is rounded off to the least significant digit of the corresponding specified value. For 
instance, it implies that a specified value of 1,26 with a positive tolerance of + 0,01 and a negative tolerance of 
- 0,02 allows a range of measured values from 1,235 to 1,275. 


5.2 Names 


The names of entities, e.g. specific sides, etc. are given a capital initial. 


6 General description of the case 


6.1 General description of the Type 1 case (Figure 1) 


The case is a rigid protective container of rectangular shape. Sides A and B of the case are identical as far as 
the features given here are concerned. References to Sides A and B of the case can be changed to B or A, 
respectively. When the opening of the one is a head and spindle window for the spindle and the optical head 
of the drive, that of the other is an access window for the disk clamping apparatus. A shutter uncovers the 
windows upon insertion into the drive, and automatically covers them upon removal from the drive. The case 
has features that enable a drive to reject a mis-inserted cartridge, to inhibit writing, sensor holes, detents for 
autoloading and a vertical use, gripper slots for an autochanger, label areas and side identification marks. 


Sides A and B of the case have the same configuration. 


6.2 General description of the Type 2 case (Figure 2) 


The Type 2 case has the same features as the Type 1 case, but with some differences. The shape of the case 
is different on Side A and on Side B. Side A does not need to have a location hole, an alignment hole, 
Reference Surfaces, a write-inhibit hole, sensor holes and sensing areas. The case has an opening closed by 
a cover. This cover can be opened. In open position, the disk can be taken out of the case. Sensor hole A1 is 
originally closed. If the disk has been removed from the case, then this hole remains permanently open, 
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indicating that the original disk contained in the case has been removed at least once or has been replaced by 
another disk. 


6.3 General description of the Type 3 case (Figure 2) 


The Type 3 case is identical with Type 2 case except that the sensor hole A1 is always open. 


Case Side A 


Reference surface S3 


Identification mark 
of Case Side A 


Disk Side B 


Edge for shutter opener 


Shutter 
Reference surface S1 
Reference surface S4 


Sensor holes 


Detent for 
for disk Side B 


autoloading 


Insertion slot for disk Side B 


Spindle and head window Label area 


Detent for vertical use 


Gripper slot 


Reference surface S2 c 
Sensing area 


01-0088-A 


Figure 1 - General view of the Type 1 case, seen from Side A 
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Case Side A 


Identification mark 
of Case Side A 


Disk Side B 


Edge for the shutter opener 


Shutter 


Detent for vertical use 


Label area 


Opening cover 


Gripper slot 


01-0089-A 


Figure 2 - General view of the Type 2 and Type 3 cases, seen from Side A 


6.4 General description of the Type 4 case (Figure 3) 


The Type 4 case has the same features as the Type 1 case, but with some differences. The case has an 
opening closed by a cover. This cover can be opened. In open position, the disk can be taken out of the case. 
If the disk has been removed from the case, then the sensor hole A1 and B1 remain permanently open, 
indicating that the original disk contained in the case has been removed at least once or has been replaced by 
another disk. 


6.5 General description of the Type 5 case (Figure 3) 


The Type 5 case is identical with Type 4 case except that the sensor hole A1 and B1 are always open. 
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Case Side A 


Reference surface S3 


Edge for shutter opener Side A identification mark 


Disk Side B 


Shutter 


Reference surface S1 
Reference surface S4 


Location hole 


Detent for Sensor holes 
Autoloading for disk Side B 
Insertion slot Write-inhibit hole 


for disk Side B 


Spindle and head window Label area 


Reference surface S2 Opening cover 


Alignment hole 
i Detent for vertical use 
Gripper slot 


Sensing area 


01-0045-A 


Figure 3 - General view of the Type 4 and Type 5 cases, seen from Side A 


6.6 General description of the Type 6 case (Figure 4) 


The case is a rigid protective container of rectangular shape. It consists of a body and a disk holder. This disk 
holder can be taken out of the body and then the disk can be taken out of the case. Sensor hole A1 and B1 
are originally closed. If the disk holder has been taken out of the body, then these holes remain permanently 
open, indicating that the original disk contained in the case has been removed at least once or has been 
replaced by another disk. Sides A and B of the case are identical as far as the features given here are 
concerned. References to Sides A and B of the case can be changed to B or A, respectively. When the 
opening of the one is a head and spindle window for the spindle and the optical head of the drive, that of the 
other is an access window for the disk clamping apparatus. A shutter uncovers the windows upon insertion 
into the drive, and automatically covers them upon removal from the drive. The case has features that enable 
a drive to reject a mis-inserted cartridge, to inhibit writing, sensor holes, detents for autoloading and a vertical 
use, gripper slots for an autochanger, label areas and side identification marks. 


Sides A and B of the case have the same configuration. 


6.7 General description of the Type 7 case (Figure 5) 


The Type 7 case has the same features as the Type 6 case, but with some differences. The shape of the case 
is different on Side A and on Side B. Side A does not need to have a location hole, an alignment hole, 
Reference Surfaces, a write-inhibit hole, sensor holes and sensing areas. Sensor hole A1 is originally closed. 
If the disk holder has been taken out of the body, then this hole remains permanently open, indicating that the 
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original disk contained in the case has been removed at least once or has been replaced by another disk. 
Side B of this case shall not have label area. 


6.8 General description of the Type 8 case (Figure 4) 


The Type 8 case is identical with Type 6 case except that the sensor hole A1 and B1 are always open. 


6.9 General description of the Type 9 case (Figure 5) 


The Type 9 case is identical with Type 7 case except that the sensor hole A1 is always open. 


Reference surface S4 


Case Side A Disk Side B 


Label area 
Shutter 


Reference surface S3 Reference surface S2 


Detent for 
autoloading 


Spindle and head window 


Write-inhibit hole 
for disk Side B 


Sensor holes for 
disk Side B 


Location hole 


Mis-insertion 
Reference surface S1 protection slot 


Detent for vertical use 


01-0046-A 


Figure 4 - General view of the Type 6 and Type 8 cases, seen from Side A 
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Case Side A 
Disk Side B 


Label area 
Shutter 


Label area 


Detent for autoloadi 


Mis-insertion protection slot 


KN Disk holder 
fl : eee 
Spindle and head pis D Side A identification mark 
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Figure 5 - General view of the Type 7 and Type 9 cases, seen from Side A 


7 General requirements 
7.1 Environments 


71.1 Test environment 


The test environment is the environment where the air immediately surrounding the case has the following 
properties: 


Temperature: 23 °C +2°C 
Relative humidity: 50% +5 % 
Atmospheric pressure: 86 kPa to 106 kPa 


No condensation on or in the case or cartridge shall occur. Before testing, the case or cartridge shall be 
conditioned in this environment for 48 hours minimum. 


Unless otherwise stated, all tests and measurements shall be made in this test environment. 


7.1.2 Operating environment 


The case shall meets all requirements of this International Standard in the specified test environment and 
provide mechanical interchange over the specified ranges of environmental parameters in the operating 
environment. When the case according to this International Standard contains a DVD-RAM disk according to 
Standard ISO/IEC 17592, they constitute together a cartridge. This cartridge shall meet the requirements of 
this clause and provides for data interchange. 
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The operating environment is the environment where the air immediately surrounding the case or cartridge 
has the following properties: 


Temperature: 5 °C to 60 °C 
Relative humidity: 3 % to 85 % 
Absolute humidity: 1 g/m? to 30 g/m? 
Temperature gradient: 10 °C /h max. 


Relative humidity gradient: 10 %/h max. 


No condensation on or in the case or cartridge shall occur. If the case or cartridge has been exposed to 
conditions outside those specified in this clause, it shall be acclimatized in the operating environment for at 
least 2 h before use. 


7.1.3 Storage environment 


The storage environment is defined as an environment where the air immediately surrounding the case or 
cartridge has the following properties. 


Temperature: -10 °C to 50 °C 
Relative humidity: 3 % to 85 % 
Absolute humidity: 1 g/m? to 30 g/m? 
Atmospheric pressure: 75 kPa to 106 kPa 
Temperature gradient: 10 °C /h max. 


Relative humidity gradient: 10 %/h max. 


No condensation on or in the case or cartridge shall occur. 

71.4 Transportation 

This does not specify requirements for transportation; guidance is given in annex E. 

7.2 Temperature shock 

The case shall withstand a temperature shock of up to 20°C when inserted into, or removed from, the drive. 
7.3 Safety requirement 


The case shall satisfy the safety requirements of Standard ECMA-287, when used in the intended manner or 
in any foreseeable use in an information processing system. 


7.4 Flammability 


The case shall be made from materials shall be of materials that, if ignited from a match flame, shall not 
continue to burn in a still carbon dioxide atmosphere. 
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Section 2 - Dimensional and mechanical characteristics of the case for 120 mm disks 


8 Dimensional characteristics 


The dimensions of the case shall be referred to three orthogonal Reference Planes X, Y and Z. The case shall 
be constrained such that four reference surfaces S1 to S4 on Side B of the case lie in Reference Plane Z. The 
intersection of the three planes defines the centre of the location hole. The centre of the alignment hole shall 
lie on the intersection of Reference Planes X and Z. Refer to annex A. A dimension of a feature referenced to 
one of the planes is the shortest distance from the feature to the plane. 


Side A of the Type 1, Type 4 and Type 5 cases are referred to as the three orthogonal Reference Planes X, Y' 
and Z', where 


—  Y'is a plane parallel to Reference Plane Y at a nominal distance of 102,0 mm, 
— Z'is a plane parallel to Reference Plane Z at a nominal distance of 8,0 mm. 


8.1 Dimensions of the Type 1 case 


The dimensions of the Type 1 case shall be measured in the test environment (see 7.1.1). The dimensions of 
the case in an operating environment (see 7.1.2) can be estimated from the dimensions specified in this 
clause. 


8.1.1 Overall dimensions (Figure 6) 


The total length of the case shall be 
Lio, = 135,5 mm + 0,4 mm 
At a width 
Linus = 3,6 mm min 


the distance from the top of the case to Reference Plane X shall be 


+0,3 mm 
Lus = 112,5 mm 


- 0,2 mm 
from the left-hand and right-hand edges of the case. 
The distance from the bottom of the case to Reference Plane X shall be 
Lina = 23,0 mm + 0,2 mm. 


The total width of the case shall be 


+ 0,0 mm 
Lios = 124,6 mm 


- 0,5 mm 
The distance from the left-hand side of the case to Reference Plane Y shall be 


+0,2 mM 
Lios = 113,3 mm 


- 0,4 mm 
The distance from the right-hand side of the case to Reference Plane Y shall be 


+0,1 mm 
Lun: = 11,3 mm 
- 0,3 mm. 


The two corners of the top shall be rounded off with a radius 


R401 = 4,0 mm + 0,2 mm 
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centred at 
Log = 4,0 mm + 0,1 mm 
from the edge of the case and 
Lina = 3,5 mm + 0,1 mm 
from the top of the case. 
The two corners of the bottom shall be rounded off with a radius 
Rua = 4,0 mm + 0,2 mm. 
In the zones delimited by 
L410 = 6,0 mm 


from the left-hand and right-hand edges of the case, there shall be the continuous guide areas running from 
the top to Reference Plane X of the case, with a width 


L,,, = 0,8 mm min. 


The thickness of the case shall be 


+ 0,2 mm 
L412 = 8,0 mm 
- 0,1 mm. 


The eight long edges of the case shall be rounded off with a radius 


Rua = 0,5 mm + 0,1 mm. 
8.1.2 Location hole (Figure 6) 


The centre of the location hole shall coincide with the intersection of Reference Planes X, Y and Z. 


The diameter of the hole shall be 


+ 0,05 mm 
D101 = 4,00 mm 
- 0,00 mm 


Its depth shall be 
L413 = 1,2 mm min. 
The room below the location hole shall be free by 
L444 = 5,0 mm min. 
below Reference Plane Z 
The diameter of the free room shall be at least equal to D,,,.. 
The lead-in edges shall be rounded off with a radius 


R404 = 0,5 mm + 0,1 mm. 
8.1.3 Alignment hole (Figure 6) 


The centre of the alignment hole shall lie on the intersection of the Reference Planes X and Z at a distance 
L415 = 102,0 mm + 0,2 mm 
from Reference Plane Y. 


The alignment hole shall have a substantially rectangular shape. Its dimensions shall be 


+ 0,05 mm 
L416 = 4,00 mm 
0,00 mm 
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Its depth shall be equal to L,,,. The room below the alignment hole shall be free by at least L,,,. The 


dimensions of the free room shall be at least L,,, and L447- 


The lead-in edges shall be rounded off with a radius Rjo,. 
8.1.4 Reference surfaces (Figure 7) 


There shall be four reference surfaces S1, S2, S3 and S4 on Side B of the case. 
Surfaces S1 and S2 shall be circular with a diameter 


D102 = 7,0 mm min. 


S1 shall be centred on the location hole, and S2 shall be centred on the alignment hole. 


Surfaces S3 and S4 shall be rectangular with dimensions 


L443 = 8,2 mm max. 
L449 = 110,2 mm max. 


from Reference Plane Y and 


Lian = 87,0 mm max. 
L421 = 108,0 mm min. 
from Reference Plane X, except in the areas of the detents for autoloading. 


8.1.5 Insertion slots (Figure 8) 


The case shall have two symmetrical insertion slots. 
The bottom of the slots shall be at a distance 

L423 = 60,0 mm + 0,2 mm 
from Reference Plane X. 


The depth measured from the edge of the case shall be 


+0,2mm 
L424 = 2,0 mm 
- 0,0 mm. 


The side of the insertion slots parallel to Reference Plane Z shall be at a distance 
Las = 2,5 mm + 0,1 mm 


from Reference Plane Z. The width of the insertion slots shall be 


+0,2mm 
Lian = 3,0 mm 
- 0,0 mm. 


The slots shall have a lead-in slope defined by 
Laz = 7,0 mm + 0,2 mm 

from the top of the case and an angle 
Guni = 7,5° + 1,0°. 
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8.1.6 Detents (Figure 8) 
The case shall have two symmetrical detents intended for autoloading. The detents shall be through Side A 
and Side B. 
The position and dimensions of the detents shall be 
Rios = 0,5 mm max. 
Ling = 100,5 mm + 0,3 mm 
Laa = 93,0 mm + 0,3 mm 
Lian = 3,3 mm + 0,1 mm 
Lia = 2,5 mm + 0,1 mm. 
The outside edges of the detents shall be rounded off with a radius 
Rue = 0,5 mm + 0,1 mm. 


The bottom of the case shall have two symmetrical detents intended for clamping a cartridge in case of 
vertical use. Their dimensions shall be 


L432 = 3,0 mm + 0,1 mm 

L433 = 3,0 mm + 0,1 mm 

L434 = 1,0 mm + 0,1 mm 
The centre of one of these detents shall lie on Reference Plane Y and the centre of the other hall be at a 
distance 

L435 = 102,0 mm + 0,3 mm 
from Reference Plane Y. Both centres shall be at a distance 

L136 = 4,0 mm + 0,1 mm 


from Reference Plane Z. 


8.1.7 Gripper slots (Figure 8) 


The case shall have two symmetrical gripper slots. The slots shall be through Sides A and B. 


Each slot shall have a depth of 


+ 0,3 mm 
L437 = 3,0 mm 
- 0,0 mm 


from the edge of the case and a width of 


+0,3 mm 
Lian = 4,0 mm 
- 0,0 mm. 


The upper edge of the slot shall be at 


+0,0 mm 
L439 = 11,0 mm 
- 0,3 mm 


from Reference Plane X. 
The corners of the slot shall be rounded off by a radius 


R407 = 0,5 mm + 0,2 mm. 


12 © ISO/IEC 2004 — All rights reserved 


ISO/IEC 17594:2004(E) 


8.1.8 Write-inhibit hole (Figure 9) 


The cases for two-sided disks shall have a write-inhibit hole on both Sides A and B. The cases for one-sided 
disks shall have a write-inhibit hole on Side B only. The write-inhibit hole shall have a device for opening and 
closing the hole. The hole at the right-hand side of Side B of the case, is the write-inhibit hole for Side A of the 
disk. The protected side of the disk shall be identified either by an indication on the case or by the fact that the 
device for Side A of the disk can be operated only from Side A of the case. 


When writing and erasing on Side A of the disk are not allowed, the write-inhibit hole shall be open. It shall 
have a diameter 


Dius = 3,0 mm min. 
The position of its centre shall be specified on Side B of the case by 
Lian = 18,5 mm + 0,2 mm 
L441 = 9,0 mm + 0,2 mm 
The hole shall extend below Reference Plane Z by 
Las = 5,0 mm min. 
with a diameter equal at least to D403- 


When writing and erasing of the disk are allowed, the write-inhibit hole shall be closed by the write protect 
device. 


The write protect device shall not be recessed from Reference Plane Z by more than 0,3 mm. 


8.1.9 Sensor holes (Figure 9) 


The case shall have three sensor holes on Side B. The set of holes on Side B of the case, A1, A2 and A3 
pertains to Side A of the disk. The holes shall have a diameter of 


D104 = 3,0 mm min. 
The positions of their centres shall be specified by L449 and 
Lig, = 7,5 mm + 0,2 mm 
Las = 3,5 mm + 0,2 mm 
L446 = 2,0 mm + 0,2 mm. 
The room below the holes shall be free by 
L447 = 5,0 mm min. 
from Reference Plane Z. 


The diameter of the free room shall be at least equal to Dua. The holes shall be permitted to extend through 
Side A. 


When a hole for Side A of the disk is closed, the closure shall not be recessed from Reference Plane Z by 
more than 0,3 mm. 


Side A of the case shall have corresponding sensor holes B1, B2 and B3 with the diameter D404- 


The functions identified by the states of the sensor holes are specified in table 1. 
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Table 1 - States of the sensor holes 
Sensor 
hole Closed Case for a Case for a 
two-sided disk |one i 


Reserved for future standardization 


8.1.10 Sensing areas (Figure 9) 


The case shall have two sensing areas on Side B used by drives for the detection of a cartridge. The first area 
shall be limited by Reference Planes X and Y, the bottom and the right-hand side of the case. The second 
area shall be limited by Reference Plane X, a plane parallel to Reference Plane Y at a distance equal to L115, 
the bottom and the left-hand side of the case. These areas may be recessed from Reference Plane Z by 0,3 
mm max., except for the reference surfaces S1 and S2, the gripper slots and the sensor holes. 


8.1.11 Spindle and head window (Figure 10) 
The dimensions of the window shall be referenced to a centreline, located at a distance 
Liso = 51,0 mm + 0,1 mm 


from Reference Plane Y. The width of the window from the top of the case to 


L451 = 50,0 mm max. 


shall be 

+ 0,2 mm 

L452 = 19,5 mm 

- 0,00 mm 
and 

+ 0,2 mm 

Lisa = 19,5 mm 
- 0,00 mm 


The top of the window shall be specified by 


Rua = 60,7 mm min. 

originating from the intersection of L,.) and 
L454 = 40,0 mm + 0,1 mm. 

The width of the window from L,,, to L454 shall be given by 
Liss = 17,0 mm min. 


and 


Lise = 17,0 mm min. 


The bottom of the window shall be the arc of the semi-circle that smoothly joins the sides of the window, 
specified by a radius 
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Rigg = 17,0 mm min. 

and its centre shall be defined by the intersection of L,,, and L454- 

The area bounded by R,,, and top of the case shall be recessed from Reference Plane Z by 
Li57 = 2,55 mm min. 

over the width of the window. 


8.1.12 Shutter shape (Figure 11) 


The case shall have a spring-loaded shutter completely covering the spindle and the head window when the 
case is not inside a drive. The shutter shall be free to slide in a recessed area of the case. The shutter shall 
not protrude beyond Reference Planes Z or Z' by more than 0,15 mm. 


When introduced into a drive, the shutter shall be moved so as to uncover the spindle and the head windows. 
It shall have a pair of guide edges against which the shutter opening mechanism of the drive can act to open 
the shutter. The shutter can be shifted right or left. 


Both guide edges shall be located at 


+0,2mm 
Lisa = 112,0 mm 


- 0,4 mm 
from Reference Plane X. 
When the shutter is closed, the right-hand opener edge shall be at 
Lisg = 38,0 mm + 0,4 mm 
and the left-hand opener edge shall be at 
Liso = 64,0 mm + 0,4 mm 
from Reference Plane Y. 


The depth of each opener edge shall be at 


+0,2mm 
Lig, = 3,0 mm 
-0,0 mm 


from L45g and the top shall be rounded off with a radius 
R419 = 0,5 mm max. 

The length of the guide edges measured from the corresponding opener edge shall be 
Li62 = 7,0 mm min. 

The intersection of the guide edges and the opener edges shall be rounded off with a radius 
R411 = 0,5 mm max. 

Other corners of the guide and opener edges shall be rounded off with a radius 
R412 = 1,0 mm max. 

8.1.13 Path for shutter opener (Figures 12 and 13) 

When the shutter is moved rightwards until the left-hand opener edge is at a distance 
Lisa = 26,5 mm 

from Reference Plane Y, the windows shall be open over 


Lisa = 16,5 mm min. 


© ISO/IEC 2004 — All rights reserved 15 


ISO/IEC 17594:2004(E) 


from L459 and over an arc of 

R413 = 17,0 mm min. 
originating at the intersection of L,,, and L454- 
The left-hand opener edge shall be at 

Las = 26,0 mm max. 


from Reference Plane Y, when the shutter is in its right-hand end position. 
When the corresponding the position of the right-hand opener edge is 
Ligg = 75,5 mm, 
the windows shall be open at Laa from L459 and with a radius R,,, originating at the intersection of L,.) and 
Li5a- 
The position of the right-hand opener edge shall be 
Lia: = 76,0 mm min. 


when the shutter is in its left-hand end position. 


8.1.14 Label areas (Figure 14) 


The case shall have three label areas on Side A and Side B and on the bottom side, with the following 
dimensions. 


On Sides A and B 
Ligg = 10,0 mm + 0,2 mm 
Ligg = 13,0 mm + 0,2 mm 
L479 = 76,0 mm + 0,3 mm 
R414 = 2,0 mm + 0,2 mm 
On the bottom side 
L471 = 13,0 mm + 0,2 mm 
L472 = 76,0 mm + 0,3 mm 
L473 = 5,0 mm + 0,2 mm 
Liza = 97,0 mm + 0,3 mm 
L475 = 1,0 mm + 0,2 mm 
Liza = 6,0 mm + 0,2 mm. 
The label area shall be recessed by 0,2 mm min. on all three sides. 


8.1.15 Identification marks for Sides A and B (Figure 15) 


Side A and Side B shall be identified by an identification mark provided on a concave part on the right-hand 
side of Side A and Side B, respectively. On Side A, this concave part presents one small round projection, on 
Side B two such projections are provided. The position and dimensions of these identification marks shall be 
as follows. 


Side A 


+0,1 mm 
R415 = 0,5 mm 
-0,0 mm 


R416 = 18,0 mm + 1,0 mm 
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+ 0,1 mm 
Liz, = 0,5 mm 
- 0,0 mm 


Liza = 7,0 mm + 0,3 mm 


Ligo = 5,0 mm + 0,3 mm 


+ 0,1 mm 
Lig, = 0,6 mm 
- 0,0 mm 
Side B 
+ 0,1 mm 
R415 = 0,5 mm 
- 0,0 mm 


R416 = 18,0 mm + 1,0 mm 


+ 0,1 mm 
Liza = 0,5 mm 
- 0,0 mm 


Liza = 7,0 mm + 0,3 mm 
Ligo = 5,0 mm + 0,3 mm 


T 0.1 mm 
Lig, = 0,6 mm 
- 0,0 mm 


Lago = 3,2 mm + 0,3 mm. 
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Figure 6 - Overall dimensions 
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Figure 7 - Reference surfaces 
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Figure 8 - Insertion slots, detents and gripper slots 
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Figure 9 - Write-inhibit hole, sensor holes and sensing areas 
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Figure 10 - Spindle and head window 
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Section F-F 
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Figure 11 - Shape of the shutter 
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97-0101-A 


Figure 12 - Shutter in just right-hand open position (top view) 
and maximum right-hand open position (bottom view) 
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97-0102-A 


Figure 13 - Shutter in just left-hand open position (top view) 
and maximum left-hand open position (bottom view) 
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Figure 14 - Label areas 
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Figure 15 - Identification marks of Side A and B 
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8.2 Dimensions of the Type 2 case 


The dimensions of the Type 2 case shall be measured in the test environment (see 7.1.1). The dimensions of 
the case in an operating environment (see 7.1.2) can be estimated from the dimensions specified in this 
clause. 


8.2.1 Overall dimensions (Figure 16) 


The total length of the case shall be 


Loo, = 135,5 mm + 0,4 mm. 
At a width 
Lanas = 3,6 mm min. 


the distance from the top of the case to Reference Plane X shall be 


+ 0,3 mm 
Lanas = 112,5 mm 


- 0,2 mm 
from the left-hand and right-hand edges of the case. 
The distance from the bottom of the case to Reference Plane X shall be 
Lana = 23,0 mm + 0,2 mm. 


The total width of the case shall be 


+0,0 mm 
Loos = 124,6 mm 


-0,5 mm 
The distance from the left-hand side of the case to Reference Plane Y shall be 


+ 0,2 mm 
Lane = 113,3 mm 


- 0,4 mm 
The distance from the right-hand side of the case to Reference Plane Y shall be 


+ 0,1 mm 
Laus = 11,3 mm 
- 0,3 mm 


The two corners of the top shall be rounded off with a radius 
R391 = 4,0 mm + 0,2 mm 

centred at 
Lagg = 4,0 mm + 0,1 mm 

from the edge of the case and 
Logo = 3,5 mm + 0,1 mm 

from the top of the case. 

The two corners of the bottom shall be rounded off with a radius 
Roo2 = 4,0 mm + 0,2 mm. 

In the zones delimited by 
Lain = 6,0 mm 


from the left-hand and right-hand edges of the case, there shall be the continuous guide areas running from 
the top to Reference Plane X of the case, with a width 


L341 = 0,8 mm min. 
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the thickness of the case shall be 


+0,2mm 
Lais = 8,0 mm 
- 0,1 mm 


The eight long edges of the case shall be rounded off with a radius 


Ro93 = 9,5 mm + 0,1 mm. 


L549 and L,,, shall be defined on Side A as well as Side B. 
8.2.2 Location hole (Figure 16) 


The centre of the location hole shall coincide with the intersection of Reference Planes X, Y and Z. 


The diameter of the hole shall be 


+ 0,05 mm 
Dy, = 4,00 mm 
- 0,00 mm 


Its depth shall be 
Laia = 1,2 mm min. 
The room below the location hole shall be free by 
L314 = 5,0 mm min. 
from Reference Plane Z 
The diameter of the free room shall be at least equal to D394- 
The lead-in edges shall be rounded off with a radius 
Roo4 = 0,5 mm + 0,1 mm. 


8.2.3 Alignment hole (Figure 16) 


The centre of the alignment hole shall lie on the intersection of the Reference Planes X and Z at a distance 
Lais = 102,0 mm + 0,2 mm 
from Reference Plane Y. 


The alignment hole shall have a substantially rectangular shape. Its dimensions shall be 


+ 0,05 mm 
Lais = 4,00 mm 

- 0,00 mm 

+0,2mm 
Laus = 5,6 mm 

- 0,0 mm 


Its depth shall be equal to L,,,. The room below the alignment hole shall be free by at least L,,,. The 
dimensions of the free room shall be at least L,,, and L347- 


The lead-in edges shall be rounded off with a radius Ru: 
8.2.4 Reference surfaces (Figure 17) 


There shall be four reference surfaces S1, S2, S3 and S4 on Side B of the case. 
Surfaces S1 and S2 shall be circular with a diameter 
Dua = 7,0 mm min. 


S1 shall be centred on the location hole, and S2 shall be centred on the alignment hole. 
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Surfaces S3 and S4 shall be rectangular with dimensions 


Laa = 8,2 mm max. 
Laa = 110,2 mm max. 


from Reference Plane Y and 


Laan = 87,0 mm max. 
Loo, = 108,0 mm min. 
from Reference Plane X, except in the areas of the detents for autoloading. 


8.2.5 Insertion slot (Figure 18) 


The case shall have an insertion slot on its right-hand side. 
The bottom of the slots shall be at a distance 

L323 = 60,0 mm + 0,2 mm 
from Reference Plane X. 


The depth measured from the edge of the case shall be 


+ 0,2 mm 
L324 = 2,0 mm 
- 0,0 mm 


The side of the insertion slot parallel to Reference Plane Z shall be at a distance 
Laas = 2,5 mm + 0,1 mm 


from Reference Plane Z. The width of the insertion slot shall be 


+ 0,2 mm 
Laan = 3,0 mm 
- 0,0 mm 


The slots shall have a lead-in slope defined by 
Laas = 7,0 mm + 0,2 mm 
from the top of the case and an angle 


a291 = 7,5° + 1,0°a. 


8.2.6 Detents (Figure 18) 


The case shall have two symmetrical detents intended for autoloading. The detents shall not extend through 


Side A. 
The position and dimensions of the detents shall be 


Roos = 0,5 mm max. 
Laan = 100,5 mm + 0,3 mm 
Lasa = 93,0 mm + 0,3 mm 
Laan = 3,3 mm + 0,1 mm 
Lo = 2,5 mm + 0,1 mm. 
The outside edges of the detents shall be rounded off with a radius 


Roog = 0,5 mm + 0,1 mm. 
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The depth of the detents shall be 
Laas = 6,5 mm + 0,2 mm. 


The bottom of the case shall have two symmetrical detents intended for clamping a cartridge in case of 
vertical use. Their dimensions shall be 


Laas = 3,0 mm + 0,1 mm 
L534 = 3,0 mm + 0,1 mm 
Laas = 1,0 mm + 0,1 mm 


The centre of one of these detents shall lie on Reference Plane Y and the centre of the other shall be at a 
distance 


Laas = 102,0 mm + 0,3 mm 

from Reference Plane Y. Both centres shall be at a distance 
Laas = 4,0 mm + 0,1 mm 

from Reference Plane Z. 


8.2.7 Gripper slots (Figure 18) 


The case shall have two symmetrical gripper slots. The slots shall not extend through Side A. 


Each slot shall have a depth of 


+ 0,3 mm 
Laan = 3,0 mm 
- 0,0 mm 


from the edge of the case and a width of 


+ 0,3 mm 
Laan = 4,0 mm 
- 0,0 mm. 


The upper edge of the slot shall be at 


+ 0,0 mm 
L349 = 11,0 mm 
- 0,3 mm 


from Reference Plane X. 

The corners of the slot shall be rounded off by a radius 
Ran: = 0,5 mm + 0,2 mm. 

The depth of the gripper slots shall be 


bog, = 6,5 mm + 0,2 mm. 
8.2.8 Write-inhibit hole (Figure 19) 


The case shall have a write-inhibit hole on Side B. The write-inhibit hole shall have a device for opening and 
closing the hole. 


When writing and erasing on Side A of the disk are not allowed, the write-inhibit hole shall be open. It shall 
have a diameter 


Doo3 = 3,0 mm min. 
The position of its centre shall be specified by 
L342 = 18,5 mm + 0,2 mm 


Laia = 9,0 mm + 0,2 mm 
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on Side B of the case. 

The hole shall extend below Reference Plane Z by 
L344 = 5,0 mm min. 

with a diameter equal at least to Dyo3. 


When writing and erasing of the disk are allowed, the write-inhibit hole shall be closed by the write protect 
device. 


The write protect device shall not be recessed from Reference Plane Z by more than 0,3 mm. 
8.2.9 Sensor holes (Figure 19) 
The case shall have three sensor holes on Side B. The set of holes on Side B of the case, A1, A2 and A3 
pertains to Side A of the disk. The holes shall have a diameter of 
Dui = 3,0 mm min. 
and the positions of their centres shall be specified by L,,, and 
Laus = 7,5 mm + 0,2 mm 
Laus = 3,5 mm + 0,2 mm 
Lais = 2,0 mm + 0,2 mm. 
The room below the holes shall be free up to 
Laia = 5,0 mm min. 
above Reference Plane Z. 


The diameter of the free room shall be at least equal to D,,,. The holes shall be permitted to extend through 
Side A. 


When a hole for Side A of the disk is closed, the closure shall not be recessed from Reference Plane Z by 
more than 0,3 mm. 


The sensor hole A1 shall indicate whether a disk has been taken out once or not. Originally, the sensor hole 
A1 shall be closed, and once a disk has been taken out of the case, this hole shall be opened and never 
closed again. 


The functions identified by the states of the sensor holes are specified in table 2. 


Table 2 - States of the sensor holes 


hole Closed 


A1 The original disk is in| The original disk has been taken Closed / Open 
the case out, or a disk has been put in 


Reserved for future standardization 


8.2.10 Sensing areas (Figure 19) 


The case shall have two sensing areas on Side B used by drives for the detection of a cartridge. The first area 
shall be limited by Reference Planes X and Y, the bottom and the right-hand side of the case. The second 
area shall be limited by Reference Plane X, a plane parallel to Reference Plane Y at a distance equal to L215, 
the bottom and the left-hand side of the case. These areas may be recessed from Reference Plane Z by 0,3 
mm max., except for the reference surfaces S1 and S2, the gripper slots and the sensor holes. 
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8.2.11 Spindle and head window (Figure 20) 
The dimensions of the window shall be referenced to a centreline, located at a distance 
Lasa = 51,0 mm + 0,1 mm 


from Reference Plane Y. The width of the window from the top of the case to 


Lasa = 90,0 mm max. 


shall be 
+0,2mm 
Last = 19,5 mm 
- 0,0 mm 
and 
+ 0,2 mm 
bogs = 19,5 mm 
- 0,0 mm. 


The top of the window shall be specified by 


Roog = 60,7 mm min. 

originating from the intersection of L,,,. and 
Lass = 40,0 mm + 0,1 mm. 

The width of the window from L,,, to LS, shall be given by 
Lass = 17,0 mm min. 


and 


Logg = 17,0 mm min. 


The bottom of the window shall be the arc of the semi-circle that smoothly joins the sides of the window, 
specified by a radius 


Ragg = 17,0 mm min. 

Its centre shall be defined by the intersection of L555 and Lase- 

The area bounded by Rg and top of the case shall be recessed from Reference Plane Z by 
Logg = 2,55 mm min. 
Lago = 5,65 mm max. 

over the width of the window. 


8.2.12 Shutter shape (Figure 21) 


The case shall have a spring-loaded shutter completely covering the spindle and head window when the case 
is not inside a drive. The shutter shall be free to slide in a recessed area of the case. The shutter shall not 
protrude beyond Reference Planes Z or the surface of Side A by more than 0,15 mm. 


When introduced into a drive, the shutter shall be moved so as to uncover the spindle and head window. It 
shall have a pair of guide edges against which the shutter opening mechanism of the drive can act to open the 
shutter. The shutter can be shifted right or left. 

Both guide edges shall be located at 


+0,2mm 
Log, = 112,0 mm 


- 0,4 mm. 
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from Reference Plane X. 

When the shutter is closed, the right-hand opener edge shall be at 
Laas = 38,0 mm + 0,4 mm 

and the left-hand opener edge shall be at 
Laas = 64,0 mm + 0,4 mm 

from Reference Plane Y. 


The depth of each opener edge shall be at 


+ 0,2 mm 
Lani = 3,0 mm 
-0,0 mm 


from Lç; and the top shall be rounded off with a radius 
R319 = 0,5 mm max. 
The length of the guide edges measured from the corresponding opener edge shall be 
bogs = 7,0 mm min. 
The intersection of the guide edges and the opener edges shall be rounded off with a radius 
Roy = 0,5 mm max. 
Other corners of the guide and opener edges shall be rounded off with a radius 
Rs = 1,0 mm max. 
8.2.13 Path for shutter opener (Figure 22 and 23) 
When the shutter is moved rightwards until the left opener edge is at a distance 
Logg = 26,5 mm, 
from Reference Plane Y, the windows shall be open over 
Laas = 16,5 mm min. 
from Lss and over an arc of 
R3413 = 17,0 mm min. 
originating at the intersection of Las, and L256. 


The left-hand opener edge shall be at 
Laan = 26,0 mm max. 
from Reference Plane Y, when the shutter is in its right-hand end position. 
When the corresponding position of the right-hand opener edge is 
Logo = 75,5 mm, 
the windows shall be open at L,;, from L< and with a radius R,,, originating at the intersection of L,,. and 
Lasa 
The position of the right-hand opener edge shall be 
L379 = 76,0 mm min. 


when the shutter is in its left-hand end position. 
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8.2.14 Label areas (Figure 24) 


The case shall have three label areas on Side A and Side B and on the bottom side, with dimensions 
Sides A and B 
Loz, = 10,0 mm + 0,2 mm 
Laa = 13,0 mm + 0,2 mm 
Laa = 76,0 mm + 0,3 mm 
R314 = 2,0 mm + 0,2 mm 
Bottom side 
Las = 13,0 mm + 0,2 mm 
Las = 76,0 mm + 0,3 mm 
Las = 5,0 mm + 0,2 mm 
Lass = 97,0 mm + 0,3 mm 
Lasa = 1,0 mm + 0,2 mm 
Laa = 6,0 mm + 0,2 mm. 
The label area shall be recessed by 0,2 mm min. on all three sides. 


8.2.15 Identification mark for Side A (Figure 25) 


Side A shall be identified by an identification mark consisting of one small round projection provided in a 
concave part on the right-hand side of Side A. The position and dimensions of this identification mark shall be 
as follows. 
+0,1 mm 
Ris = 0,5 mm 
- 0,0 mm 


R316 = 18,0 mm + 1,0 mm 


+0,1 mm 
Log, = 0,5 mm 
- 0,0 mm 


Logo = 7,0 mm + 0,3 mm 
Lana = 97,0mm + 0,4 mm 


+ 0,1 mm 
Loga = 0,6 mm 
- 0,0 mm 


8.2.16 Opening and opening cover for taking the disk out of the case 


Type 2 case shall have an opening closed by a cover. In the original condition the case contains a disk and 
the cover is locked in closed position. Sensor hole A1 shall be closed. In order to take out the disk, sensor 
hole A1 shall be opened, then the cover can be opened and the disk removed from the case. Once sensor 
hole A1 has been opened, it always remains open whether or not the same disk or another disk has been 
introduced into the case. 


This International Standard does not specify the design of the opening and of the cover. They should be 
designed so as not to damage the disk. An example of a cover is shown in annex H. 
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Section A-A 
97-0105-A (Larger scale) 


Figure 16 - Overall dimensions 
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L221 


97-0106-A 


Figure 17 - Reference surfaces 
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201 


Section B-B 
(Larger scale) 


97-0107-A 


Figure 18 - Insertion slot, detents and gripper slots 
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Figure 19 - Write-inhibit hole, sensor holes and sensing areas 
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97-0109-A 


Figure 20 - Spindle and head window 
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Section F-F 


97-0110-A 


Figure 21 - Shape of the shutter 
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97-0111-A 


Figure 22 - Shutter in just right-hand open position (top view) and maximum right-hand open position 
(bottom view) 
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97-0112-A 


Figure 23 - Shutter in just left-hand open position (top view) and maximum left-hand open position 
(bottom view) 
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97-0113-A 


Figure 24 - Label areas 
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Section G-G 
(Larger scale) 


97-0114-A 


Figure 25 - Identification mark of Side A 


8.3 Dimensions of the Type 3 case 


The dimensions of the Type 3 case shall be measured in the test environment (see 7.1.1). The dimensions of 
the case in an operating environment (see 7.1.2) can be estimated from the dimensions specified in this 
clause. 


The dimensions of the case are identical with those of the Type 2 case. See 8.2. 


The following clauses specify different features from the Type 2 case. 


8.3.1 Sensor holes 


The functions identified by the states of the sensor holes are specified in table 3. 
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Table 3 — States of the sensor holes 


aoe permitted ae eee may or may not be a disk Open 
within the case 


Reserved for future standardization 


8.3.2 Opening and opening cover for taking the disk out of the case 


The case shall have an opening and an opening cover for taking a disk out or putting one in. The opening 
cover can be opened and closed freely. 


A sample of an opening cover is shown in annex H. 


8.4 Dimensions of the Type 4 case 


The dimensions of the Type 4 case shall be measured in the test environment (see 7.1.1). The dimensions of 
the case in an operating environment (see 7.1.2) can be estimated from the dimensions specified in this 
clause. 


The dimensions of the case are identical with those of the Type 1 case. See 8.1. 


The following clauses specify different features from the Type 1 case. 


8.4.1 Sensor holes 
The functions identified by the states of the sensor holes are specified in table 4. 


Table 4 - States of the sensor holes 


hole | Closed | 


= original disk has E original disk has been taken S / Open 
not been taken out out or a disk has been put in 


FR 
not been taken out out or a disk has been put in 
a] ead btn nan | treet ——— 


8.4.2 Opening and opening cover for taking the disk out of the case 


Type 4 case shall have an opening closed by a cover. In the original condition the case contains a disk and 
the cover is locked in closed position. Sensor hole A1 and B1 shall be closed. In order to take out the disk, 
sensor hole A1 and B1 shall be opened, then the cover can be opened and the disk removed from the case. 
Once sensor hole A1 and B1 have been opened, it always remains open whether or not the same disk or 
another disk has been introduced into the case. 


This International Standard does not specify the design of the opening and of the cover. They should be 
designed so as not to damage the disk. An example of a cover is shown in annex H. 
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8.5 Dimensions of the Type 5 case 


The dimensions of the Type 5 case shall be measured in the test environment (see 7.1.1). The dimensions of 
the case in an operating environment (see 7.1.2) can be estimated from the dimensions specified in this 
clause. 


The dimensions of the case are identical with those of the Type 1 case. See 8.1. 


The following clauses specify different features from the Type 1 case. 


8.5.1 Sensor holes 
The functions identified by the states of the sensor holes are specified in table 5. 
Table 5 - States of the sensor holes 
| Closed é| 


Not SS a as may or may not be a disk Open 
within the case 


| Active side | side Not |  Notpermited = Closed 


SE Reserved aa future standardization 


B1 Not permitted There may or may not be a disk Open 
within the case 
Reserved for future standardization 


8.5.2 Opening and opening cover for taking the disk out of the case 


The case shall have an opening and an opening cover for taking a disk out or putting one in. The opening 
cover can be opened and closed freely. 


A sample of an opening cover is shown in annex H. 


9 Mechanical characteristics 


9.1 Material 


The case shall be constructed from any suitable materials such that it meets the requirements of this 
International Standard. 


9.2 Mass 


The mass of the case without the disk shall not exceed 100 g. 


9.3 Edge distortion 

The cartridge shall meet the requirement of the edge distortion test defined in annex B. 
9.4 Compliance 

The case shall meet the requirement of the compliance (flexibility) test defined in annex C. 


9.5 Shutter opening force 


The spring force on the shutter shall be such that the force required to open the shutter does not exceed 
2,0 N. It shall be sufficiently strong to close a free-sliding shutter, irrespective of the orientation of the case. 
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10 Interface between the case used as cartridge and a drive 


10.1 Capture cylinder (Figure 26) 


The capture cylinder is defined as the volume within which the spindle can expect the centre of the disk hole 
to be, just prior to capture, and with the cartridge constrained as specified in 9.4. The size of the cylinder 
defines the permissible play of the disk inside its cavity in the case. The cylinder is referred to perfectly located 
and perfectly sized alignment and location pins in the drive; it includes the tolerances of those dimensions of 
the case and the disk which are between the two pins mentioned and the centre of the disk. 


The bottom of the cylinder shall be parallel to, and above, Reference Plane Z at a distance 
Lan = 2,1 mm min. 

The top of the cylinder shall be located at a distance 
Lanas = 5,2 mm max. 

from Reference Plane Z. The diameter of the cylinder shall be 
D301 = 2,8 mm max. 


and its centre shall be given by the nominal values of L,,, and Lis for Type 1, Type 4 and Type 5; or by L354 
and L.. for Type 2 and or Type 3 cases, in the drive. 
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Section A-A 
(Larger scale) 


97-0115-A 


Figure 26 - Capture cylinder 


10.2 Inner dimensions of the case (Figure 27) 


The inner space of the disk shall be such that the disk is not in contact with the case during operation. The 
inner shape of the case shall meet the following requirements. 


Lana = 2,2 mm max. 
Lana = 2,5 mm max. 


Laus = 5,4 mm min. 
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Lane = 5,7 mm min. 

measured from Reference Plane Z and 
R301 = 22,0 mm max. 
R392 = 60,7 mm min. 


from a centre given by the nominal values of L,,, and L454 of Type 1 case, Type 4 case or Type 5 case, or L354 
and Ls of Type 2 and Type 3 cases. 


11 Orientation of the disk in the case 


11.1 Two-sided disk (Type 2S) in case Types 1, 4 and 5 


The disk surfaces are defined as Side A and Side B. Sides A and B of the case are identical as far as the 
features specified in this International Standard are concerned. The two-sided disk (Type 2S) has no specific 
orientation in the case. Therefore, references to Sides A and B of the case can be changed to B and A 
respectively. 


11.2 One-sided disk (Type 1S) in case Types 1, 2 and 3 


A one-sided disk (Type 1S) has only one functional entrance surface defined as Side A. The disk shall be 
oriented in the case so that when Side A of the case faces upwards, Side A of the disk faces downwards. 
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Section B-B 
(Larger scale) 
97-0116-A 


Figure 27 - Inner dimensions of the case 
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Section 3 - Dimensional and Mechanical characteristics of the case for 80 mm disk 


12 Dimensional characteristics 


The dimensions of the case shall be referred to three orthogonal Reference Planes X, Y and Z. The case shall 
be constrained such that four reference surfaces S1 to S4 on Side B of the case lie in Reference Plane Z. The 
intersection of the three planes defines the centre of the location hole. The centre of the alignment hole shall 
lie on the intersection of Reference Planes X and Z. Refer to annex D. A dimension of a feature referenced to 
one of the planes is the shortest distance from the feature to the plane. 


Side A of the Type 6 and the Type 8 cases are referred to the three orthogonal Reference Planes X, Y' and Z’, 
where 


Y' is a plane parallel to Reference Plane Y at a nominal distance of 74,0 mm, 


Z' is a plane parallel to Reference Plane Z at a nominal distance of 5,4 mm. 


12.1 Dimensions of the Type 6 case 


The dimensions of the Type 6 case shall be measured in the test environment (see 7.1.1). The dimensions of 
the case in an operating environment (see 7.1.2) can be estimated from the dimensions specified in this 
clause. 


12.1.1 Overall dimensions (Figure 28) 


The total length of the case shall be 
Lio, = 91,0 mm + 0,3 mm. 


The distance from the top of the case to Reference Plane X shall be 


+0,3 mm 
L102 = 77,0 mm 


- 0,2 mm 
with the width 
L103 = 2,0 mm min. 
from the left-hand and right-hand edges of the case. 
The distance from the bottom of the case to Reference Plane X shall be 
Lig, = 14,0 mm + 0,2 mm. 
The total width of the case shall be 
Linus = 89,0 mm + 0,2 mm 
The distance from the left-hand side of the case to Reference Plane Y shall be 
Lios = 7,5 mm + 0,2 mm 
The distance from the right-hand side of the case to Reference Plane Y shall be 
Lus = 81,5 mm + 0,3 mm 
The four corners shall be rounded off with a radius of 
R401 = 2,5 mm + 0,1 mm. 
In the zones delimited by 


Lins = 6,0 mm 
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from the left-hand and right-hand edges of the case, there shall be the continuous guide areas running from 
the top to Reference Plane X of the case, with a width 


Liog = 0,7 mm min. 


The thickness of the case shall be 


+0,2mm 
L410 = 5,4 mm 
- 0,1 mm. 


The eight long edges of the case shall be rounded off with a radius 
Runa = 0,4 mm + 0,1 mm. 
The flat area width of the top shall be 


L411 = 0,5 mm max. 
12.1.2 Location hole (Figure 28) 


The centre of the location hole shall coincide with the intersection of Reference Planes X, Y and Z. 


The diameter of the hole shall be 


+ 0,05 mm 
D101 = 3,00 mm 
0,00 mm 


Its depth shall be 
L442 = 0.8 mm min. 
The room below the location hole shall be free up to 
L443 = 4,0 mm min. 
below Reference Plane Z. 
The diameter of the free room shall be at least equal to D404- 


The lead-in edges shall be rounded off with a radius 


+0,1 mm 
Rina = 0,3 mm 
- 0,0 mm. 


12.1.3 Alignment hole (Figure 28) 
The centre of the alignment hole shall lie on the intersection of the Reference Planes X and Z at a distance 
L414 = 74,0 mm + 0,2 mm 


from Reference Plane Y. 


The alignment hole shall have a substantially rectangular shape. Its dimensions shall be 


+ 0,05 mm 
L445 = 3,00 mm 

- 0,00 mm 

+ 0,2 mm 
L416 = 3,8 mm 

- 0,0 mm 


Its depth shall be equal to L,,,. The room below the alignment hole shall be free up to at least L443. The 
dimensions of the free room shall be at least L445 and L446- 


The lead-in edges shall be rounded off with a radius R493. 
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12.1.4 Reference surfaces (Figure 29) 


There shall be four reference surfaces S1, S2, S3 and S4 on Side B of the case. 
Surfaces S1 and S2 shall be rectangular with a width of 
L447 = 6,0 mm min. 
with the centre located at Reference Plane X and these corners shall be rounded off with a radius of 
R404 = 3,0 mm min. 
originating the centre of the location hole for surface S1 and the centre of the alignment hole for surface S2. 
Surfaces S3 and S4 shall be rectangular with dimensions 


L418 = 5,7 mm max. 
L419 = 79,7 mm max. 


from Reference Plane Y and 


Lian = 64,0 mm max. 
Lj, = 72,0 mm min. 
from Reference Plane X. 
12.1.5 Mis-insertion protection slots (Figure 30) 
The case shall have two symmetrical mis-insertion protection slots. 
The edge of the slots shall be at a distance 
Laa = 7,0 mm + 0,3 mm 
from Reference Plane X. 
The slope start point measured from the edge shall be 
L424 = 3,5 mm + 0,2 mm. 
The slope end point measured from the edge shall be 
Las = 1,0 mm + 0,1 mm. 
The depth measured from the edge of the case shall be 
Ling = 2,0 mm + 0,1 mm. 
The inside edge corner of the slots shall be rounded off with a radius of 
Rios = 0,5 mm max. 
The outside edge corner of the slots shall be rounded off with a radius of 
Rue = 0,3 mm + 0,1 mm. 


12.1.6 Detents (Figure 30) 


The case shall have two semi-circular, symmetrical detents intended for autoloading. 
The position and dimensions of these detents shall be 

Laan = 3, mm + 0,1 mm 
originating from L,,, and 

L427 = 63,5 mm + 0,3 mm 


from Reference Plane X. 
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The width of the detents shall be 
Las = 3,7 mm + 0,1 mm 

centre of which shall be located at 
biog = 2,7 mm + 0,1 mm 

from Reference Plane Z. 

The outside edges of the detents shall be rounded off with a radius 
Rua = 0,4 mm + 0,1 mm. 


The bottom of the case shall have two symmetrical detents intended for clamping a cartridge in case of 
vertical use. Their dimensions shall be 


Lian = 2,0 mm + 0,1 mm 
Liau = 3,7 mm + 0,2 mm 
Laa = 0,7 mm + 0,1 mm 

The centre of one of these detents shall be at a distance 
L433 = 5,9 mm + 0,2 mm 

from Reference Plane Y. 

The centre of the other shall be at a distance 
L434 = 68,5 mm + 0,2 mm 

from Reference Plane Y. 

Both centres shall be at a distance 
Las = 2,7 mm +0,1 mm 

from Reference Plane Z. 


12.1.7 Write-inhibit hole (Figure 31) 


The case shall have a write-inhibit hole on both Sides A and B. The write-inhibit hole shall have a device for 
opening and closing the hole. The hole on Side B of the case is the write-inhibit hole for Side A of the disk. 
The protected side of the disk shall be identified by an indication on the case, but the indication can be omitted 
when the device for opening and closing the hole for Side A of the disk can only be operated from Side A of 
the case. 


When writing and erasing on Side A of the disk are not allowed, the write-inhibit hole shall be open. It shall 
have a diameter 


D102 = 2,5 mm min. 
The position of its centre on Side B shall be specified by 
Luas = 11,5 mm + 0,2 mm 
Laz = 13,0 mm + 0,2 mm 
The hole shall extend below Reference Plane Z by 
Lian = 4,0 mm min. 
with a diameter equal at least to D402- 


When writing and erasing of the disk are allowed, the write-inhibit hole shall be closed by the write protect 
device. 


The write protect device shall not be recessed from Reference Plane Z by 
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+ 0,2 mm 
Lian = 0,8 mm 
- 0,1 mm 


12.1.8 Sensor holes (Figure 31) 
The case shall have three sensor holes on Side B. The set of holes on Side B of the case, A1, A2 and A3 
pertains to Side A of the disk. The holes shall have a diameter of 
D103 = 2,5 mm min. 
and the positions of their centres shall be specified by L43 and 
Lian = 2,0 mm + 0,2 mm 
L441 = 3,0 mm + 0,2 mm 
L442 = 8,0 mm + 0,2 mm. 
The room below the holes shall be free by 
L443 = 4,0 mm min. 
Reference Plane Z. 


The diameter of the free room shall be at least equal to Dus. The holes shall be permitted to extend through 
Side A. 
When a hole for Side A of the disk is closed, the closure shall not be recessed from Reference Plane Z by 


+ 0,2 mm 
L444 = 0,8 mm 
- 0,1 mm 


The sensor hole A1 shall indicate whether or not the disk has been taken out of the case. The sensor hole A1 
shall be originally closed, and once a disk has been taken out of the case, this hole shall remain permanently 
open. 


Side A of the case shall have corresponding sensor holes B1, B2 and B3 with the diameter D403- 


The functions identified by the states of the sensor holes are specified in table 6. 


Table 6 - States of the sensor holes 


hole | Closed | 


oe original disk has SS original disk has been taken EE / Open 
not been taken out out or a disk has been put in 


ae aa Cartridge detection Not SH — ir — 


rer H 
not been taken out out or a disk has been put in 
a ar a M —— 


12.1.9 Spindle and head window (Figure 32) 


The dimensions of the window shall be referenced to a centreline, located at a distance 
L445 = 37,0 mm + 0,1 mm 
from Reference Plane Y. The width of the window from the top of the case to 


L446 = 40,0 mm max. 
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shall be 
L447 = 13,0 mm + 0,1 mm 
and 
L448 = 13,0 mm + 0,1 mm. 
The top of the window shall be specified by 


Rigg = 40,7 mm min. 
originating from the intersection of L445 and 
L449 = 29,0 mm + 0,1 mm. 


The width of the window with the projection portion shall be 


Liso = 10,0 mm min. 


and 


L454 = 10,0 mm min. 


The width of the window at L,,, shall be specified by 


+0,2mm 
Lis2 = 13,7 mm 
- 0,0 mm 
and 
+0,2mm 
Lisa = 13,7 mm 
- 0,0 mm 


The bottom and the projection portion of the window shall be the arc specified by a radius 


R410 = 14,0 mm min. 

Its centre shall be defined by the intersection of L445 and L449. 

The area bounded by Ro, and the top of the case shall be recessed from Reference Plane Z by 
Lis, = 1,3 mm min. 

over the width of the window. 


12.1.10 Shutter shape (Figure 33) 


The case shall have a spring-loaded shutter completely covering the spindle and head windows when the 
case is not inside a drive. The shutter shall be free to slide in a recessed area of the case. The shutter shall 
not protrude beyond Reference Planes Z or Z' by more than 0,15 mm. 


The shutter shall have an opener slot and a pair of opener edges against which the shutter opener of the drive 
can push to open the shutter. The shutter can be moved toward either the left or the right corresponding to the 
shutter opener mechanism. 


The top of the shutter shall be located at 


+ 0,3 mm 
Liss = 77,0 mm 


-0,2mm 
from Reference Plane X. 
The opener slot shall be defined by the dimensions 


Lisg = 9,0 mm + 0,1 mm 
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+ 0,3 mm 
Lis7 = 2,2 mm 
- 0,0 mm 


Lisg = 2,0 mm + 0,1 mm 

Its centre shall be specified by the intersection of two lines defined by 
Lisa = 37,0 mm + 0,2 mm 

from Reference Plane Y and 
Liso = 2,7 mm + 0,1 mm 

from Reference Plane Z when the shutter is closed. 

The outside edge corners shall be rounded off with a radius of 


R444 = 0,4 mm max. 


The inside edge corners shall be rounded off with a radius of 
R412 = 0,4 mm max. 
The right opener edge shall be defined by the dimensions 
Lo = 2,2 mm min. 
Laa = 2,2 mm + 0,2 mm 
Its centre shall be located at Lon 
When the shutter is closed, the right-hand opener edge shall be at 
Lig, = 50,7 mm + 0,3 mm 


from Reference Plane Y. 


The case shall have a pair of opener guides through which the opener edge can be pushed by the shutter 
opener of a drive. 


Its projective figure viewed from the case side shall be defined by L: and a width of 
Las = 2,4 mm + 0,2 mm 

with the centre located at 
Las = 2,7 mm + 0,1 mm 

from Reference Plane Z. 

The corner of the opener guides shall be rounded off with a radius of 


R413 = 0,4 mm + 0,1 mm. 
12.1.11 Path for shutter opener (Figure 34) 
When the left-hand edge position of the opener slot is 
Lass = 6,3 mm, 
the shutter shall be open at 
Liss = 12,9 mm min. 


and 


L467 = 13,7 mm min. 
from L445- 


When the position of the right-hand opener edge is 
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Ligg = 22,5 mm, 
the shutter shall be open at Lg, and L467- 


The left-hand edge portion of the opener slot shall be 


Lisa = 5,9 mm max. 


and the position of the right-hand opener edge shall be 


Lizo = 22,1 mm max. 
when the shutter completely moves up. 
12.1.12 Label areas (Figure 35) 
The case shall have two label areas on Side A and Side B. Their dimensions shall be 
Liz, = 7,1 mm + 0,2 mm 
L472 = 5,0 mm + 0,2 mm 
L473 = 8,0 mm + 0,2 mm 
Liza = 66,0 mm + 0,3 mm 
R444 = 1,0 mm + 0,2 mm 
The label area shall be recessed by 0,2 mm min. 


12.1.13 Identification marks for Sides A and B (Figure 36) 


Side A and Side B shall be identified by an identification mark provided on a concave part on Side A and Side 
B, respectively. On Side A, this concave part presents a small round projection, on Side B two such 
projections are provided. The position and dimensions of these identification marks shall be as follows. 


Side A 


+0,1 mm 
Rus = 0,4 mm 

- 0,0 mm 

+ 0,1 mm 
Liza = 0,4 mm 

- 0,0 mm 


L477 = 10,2 mm + 0,3 mm 
Liza = 37,0 mm + 0,4 mm 


+ 0,1 mm 
Liza = 0,5 mm 
- 0,0 mm 


Ligo = 9,0 mm + 1,0 mm 


Lig, = 5,0 mm + 0,5 mm 


Side B 
+0,1 mm 
Rus = 0,4 mm 
- 0,0 mm 
+ 0,1 mm 
Liza = 0,4 mm 
- 0,0 mm 


L477 = 10,2 mm + 0,3 mm 
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Liza = 37,0 mm + 0,4 mm 


+ 0,1 mm 
Liza = 0,5 mm 
- 0,0 mm 


Ligo = 9,0 mm + 1,0 mm 
Lig, = 5,0 mm + 0,5 mm 
L182 = 3,0 mm + 0,3 mm 
12.1.14 Disk holder and body (Figures 37 and 38) 
The case shall consist of a body and a disk holder to allow the removal or replacement of the disk. In the 


original condition, the disk holder shall be locked in the body and the sensor holes A1 and B1 closed. 


When the status of the sensor holes A1 and B1 changes from closed to open, the disk holder holding a disk 
can be removed from the case. Once the status of the sensor holes A1 and B1 changes from closed to open, 
the open status is kept and can not be changed back to the closed status. The body and the disk holder shall 
be formed so as not damaging the read-out side of the disk. 


The disk holder shall have a pair of holding arms with upper and lower flanges, a grip, a pair of lock levers 
with a lock portion and a pair of detents. A disk shall be supported among the holding arms and the grip. The 
disk shall not be removed from the disk holder by a releasing force of 0,35 N or less. 


The dimensions of the disk holder shall be as follows, using the three orthogonal reference planes A, B and C. 
Arm 
183 = 22,0 mm + 0,2 mm 
184 = 79,0 mm + 0,2 mm 


185 = 84,8 mm + 0,1 mm 


187 = 19,5 mm + 0,2 mm 


L 
L 
L 
Ligg = 74,0 mm + 0,2 mm 
L 
Ligg = 70,0 mm + 0,2 mm 
L 


189 = 70,0 mm min. (The upper and lower flanges shall not lie within Laa) 


+ 0,1 mm 
R416 = 38,5 mm 

- 0,0 mm 

+ 0,1 mm 
R417 = 40,7 mm 

- 0,0 mm 


Rus = 42,4 mm + 0,1 mm 

Lian = 3,7 mm + 0,05 mm 

Lig, = 2,9 mm + 0,1 mm 

Las = 3,1 mm + 0,05 mm 
Grip 

Laa = 43,0 mm + 0,1 mm 

L494 = 35,5 mm + 0,1 mm 


+0,0 mm 
Ligs = 32,0 mm 


- 0,2 mm 
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+ 0,0 mm 
Ligg = 29,0 mm 

- 0,2 mm 

+0,0 mm 
Lua: = 0,7 mm 

-0,2mm 

+ 0,0 mm 
Ligg = 22,0 mm 

- 0,2 mm 

+ 0,0 mm 
Ligg = 19,0 mm 

- 0,2 mm 


R419 = 0,5 mm + 0,1 mm 
Rian = 1,2 mm + 0,1 mm 


Lago = 4,5 mm + 0,1 mm 


Lan = 3,1 mm + 0,05 mm 
Lana = 5,4 mm + 0,05 mm 
+0,2mm 
Lana = 3,0 mm 
- 0,0 mm 


Lana = 20,0 mm + 0,1 mm 


boos = 12,0 mm + 0,1 mm 


+ 0,1 mm 
Lane = 0,1 mm 

- 0,0 mm 

+ 0,1 mm 
Laus = 0,5 mm 

- 0,0 mm 


Laus = 1,9 mm + 0,1 mm 
Lock lever 

Lagg = 85,0 mm + 0,1 mm 

L210 = 34,5 mm + 0,1 mm 


L = 1,0 mm + 0,1 mm 


+ 0,0 mm 
Lais = 1,0 mm 

- 0,3 mm 

+0,1 mm 
Laia = 1,85 mm 

- 0,3 mm 
Laia = 4,0 mm + 0,2 mm 
boys = 27,8 mm + 0,2 mm 
Laus = 36,0 mm + 0,1 mm 
L547 = 1,0 mm + 0,1 mm 


Detent 


Lais = 20,0 mm + 0,1 mm 
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R421 = 1,5 mm + 0,1 mm 


The body shall be formed to engage the lock portions and the grip of the disk holder, as an example shown in 
annex J. 


The body shall have the mis-release protection function for the disk holder with dimensions of L453, Lyo4, L425; 
L196 Rios: Riog and 


Laia = 2,7 mm min. 


as shown in figure 38. 


The body shall be formed so as to enable to set the disk holder with its elastic deformation in the condition of 
entering the disk in the body. 
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Figure 28 - Overall dimensions 
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01-0050-A 


Figure 29 - Reference surfaces 
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Figure 30 - Mis-insertion protection slots and detents 
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Figure 31 - Write-inhibit hole and sensor holes 
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01-0054-A 


Figure 32 - Spindle and head window 
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01-0055-A 


Figure 33 - Shape of the shutter 
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Figure 34 - Shutter in just open position (top view) and maximum open position 
(bottom view) 
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01-0057-A 


Figure 35 - Label areas 
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Figure 36 - Identification marks of Side A and B 
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Figure 37 - Disk holder shape 
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Figure 38 - Mis-release protection function of the body of the case 
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12.2 Dimensions of the Type 7 case 


The dimensions of the Type 7 case shall be measured in the test environment (see 7.1.1). The dimensions of 
the case in an operating environment (see 7.1.2) can be estimated from the dimensions specified in this 
clause. 


12.2.1 Overall dimensions (Figure 39) 


The total length of the case shall be 
Lan = 91,0 mm + 0,3 mm. 


The distance from the top of the case to Reference Plane X shall be 


+ 0,3 mm 
Laus = 77,0 mm 
- 0,2 mm 


with the width 
Lana = 2,0 mm min. 
from the left-hand and right-hand edges of the case. 
The distance from the bottom of the case to Reference Plane X shall be 
Lana = 14,0 mm + 0,2 mm. 
The total width of the case shall be 
Laus = 89,0 mm + 0,2 mm. 
The distance from the left-hand side of the case to Reference Plane Y shall be 
Lane = 7,5 mm + 0,2 mm. 
The distance from the right-hand side of the case to Reference Plane Y shall be 
Lanz = 81,5 mm + 0,3 mm. 
The four corners shall be rounded off with a radius 
Ran = 2,5 mm + 0,1 mm 
In the zones delimited by 
Laus = 6,0 mm 


from the left-hand and right-hand edges of the case, there shall be the continuous guide areas running from 
the top to Reference Plane X of the case, with a width 


Lana = 0,7 mm min. 


The thickness of the case shall be 


+ 0,2 mm 
L310 = 5,4 mm 
- 0,1 mm. 


The eight long edges of the case shall be rounded off with a radius 
Rans = 0,4 mm + 0,1 mm. 

The flat area width of the top shall be 
La = 0,5 mm max. 


12.2.2 Location hole (Figure 40) 


The centre of the location hole shall coincide with the intersection of Reference Planes X, Y and Z. 
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The diameter of the hole shall be 


+ 0,05 mm 
Dau = 3,00 mm 
- 0,00 mm 


Its depth shall be 
L342 = 0,8 mm min. 
The room below the location hole shall be free by 
L343 = 4,0 mm min. 
below Reference Plane Z. 
The diameter of the free room shall be at least equal to Dui. 


The lead-in edges shall be rounded off with a radius 


+0,1 mm 
Rana = 0,3 mm 
- 0,0 mm 


12.2.3 Alignment hole (Figure 40) 
The centre of the alignment hole shall lie on the intersection of the Reference Planes X and Z at a distance 
L314 = 74,0 mm + 0,2 mm 


from Reference Plane Y. 


The alignment hole shall have a substantially rectangular shape. Its dimensions shall be 


+ 0,05 mm 
L315 = 3,00 mm 

- 0,00 mm 

+0,2mm 
L316 = 3,8 mm 

- 0,0 mm 


Its depth shall be equal to Ls. The room below the alignment hole shall be free by at least L343. The 
dimensions of the free room shall be at least L,,, and L346- 


The lead-in edges shall be rounded off with a radius Rus. 
12.2.4 Reference surfaces (Figure 40) 


There shall be four reference surfaces S1, S2, S3 and S4 on Side B of the case. 
Surfaces $1 and S2 shall be rectangular with a width 
L347 = 6,0 mm min. 
with the centre located at reference plane X and these corners shall be rounded off with a radius 
Rana = 3,0 mm min. 
originating the centre of the location hole for surface S1 and the centre of the alignment hole for surface S2. 
Surfaces S3 and S4 shall be rectangular with dimensions 
L348 = 5,7 mm max. 
L319 = 79,7 mm max. 
from Reference Plane Y and 


L320 = 64,0 mm max. 
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L321 = 72,0 mm min. 
from Reference Plane X. 


12.2.5 Mis-insertion protection slots (Figure 41) 


The case shall have three mis-insertion protection slots, two of them located symmetrically at the bottom side 
of the case and the other located at the top right side of the case. 


The edge of the slots at the bottom side shall be at a distance 
L323 = 7,0 mm + 0,3 mm 
from Reference Plane X. 
The slope start point measured from the edge shall be 
L324 = 3,5 mm + 0,2 mm. 
The slope end point measured from the edge shall be 
Laas = 1,0 mm + 0,1 mm. 
The depth measured from the edge of the case shall be 
Lass = 2,0 mm + 0,1 mm. 


The inside edge corner of the slots shall be rounded off with a radius 


Rans = 0,5 mm max. 

The outside edge corner of the slots shall be rounded off with a radius 
Rane = 0,3 mm + 0,1 mm. 

The edge of the slot at the top right side shall be at a distance 
Laas = 56,0 mm + 0,3 mm 

from Reference Plane X. 

It shall be defined by dimensions of L324; Laos, L326: Rans: Rane and a width 
L328 = 4,5 mm + 0,2 mm 

from Reference Plane Z. 

12.2.6 Detents (Figure 41) 

The case shall have two semi-circular, symmetrical detents intended for autoloading. 


The positions and dimensions of these detents shall be 
L427 = 3,0 mm + 0,2 mm 
L4og = 0,5 mm + 0,1 mm 
R397 = 1,5 mm + 0,1 mm 
originating at 
L329 = 63,5 mm + 0,3 mm 
from Reference Plane X. 
The width of the detents shall be 
Laan = 3,7 mm + 0,1 mm 
the centre of which shall be located at 


Laa = 2,7 mm + 0,1 mm 
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from Reference Plane Z. 
The outside edges of the detents shall be rounded off with a radius 


Rans = 0,4 mm + 0,1 mm. 


The bottom of the case shall have two symmetrical detents intended for clamping a cartridge in case of 
vertical use. Their dimensions shall be 


L332 = 2,0 mm + 0,1 mm 
L333 = 3,7 mm + 0,2 mm 
L334 = 0,7 mm + 0,1 mm 

The centre of one of these detents shall be at a distance 
Laas = 5,5 mm + 0,2 mm 

from Reference Plane Y. 

The centre of the other shall be at a distance 
Laan = 68,5 mm + 0,2 mm 

from Reference Plane Y. 

Both centres shall be at a distance 
Laas = 2,7 mm + 0,1 mm 

from Reference Plane Z. 


12.2.7 Write-inhibit hole (Figure 42) 
The case shall have a write-inhibit hole on Side B. The write-inhibit hole shall have a device for opening and 
closing the hole. 


When writing and erasing on Side A of the disk are not allowed, the write-inhibit hole shall be open. It shall 
have a diameter 


Daus = 2,5 mm min. 
The position of its centre on Side B shall be specified by 
Laas = 11,5mm + 0,2 mm 
L339 = 13,0 mm + 0,2 mm 
The hole shall extend below Reference Plane Z by 
L349 = 4,0 mm min. 
with a diameter equal at least to Dau. 


When writing and erasing of the disk are allowed, the write-inhibit hole shall be closed by the write protect 
device. 


The write protect device shall not be recessed from Reference Plane Z by 


+0,2mm 
L341 = 0,8 mm 
- 0,1 mm 


12.2.8 Sensor holes (Figure 42) 


The case shall have three sensor holes on Side B. The set of holes on Side B of the case, A1, A2 and A3 
pertains to Side A of the disk. The holes shall have a diameter of 


Dans = 2,5 mm min. 
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and the positions of their centres shall be specified by L33 and 
L342 = 2,0 mm + 0,2 mm 
Laia = 3,0 mm + 0,2 mm 
Loy, = 8,0 mm + 0,2 mm. 
The room below the holes shall be free by 
L345 = 4,0 mm min. 
above Reference Plane Z. 


The diameter of the free room shall be at least equal to D,,,. The holes shall be permitted to extend through 
Side A. 
When a hole for Side A of the disk is closed, the closure shall not be recessed from Reference Plane Z by 


+ 0,2 mm 
Laus = 0,8 mm 
- 0,1 mm 


The sensor hole A1 shall indicate whether a disk has been taken out once or not. Originally, the sensor hole 
A1 shall be closed and once a disk has been taken out of the case, this hole shall be opened and never 
closed again. 


The functions identified by the states of the sensor holes are specified in table 7. 


Table 7 - Use of the sensor holes 


| Closed é| 


The Eee disk has! The eee: sn disk has been taken Closed / Be 
not been taken out out, or a disk has been put in 


Fe sær | Cartridge detection Not | Notpermited — | | Closed O| 
| RB | Reserved TOE e E future standardization 


12.2.9 Spindle and head window (Figure 43) 


The dimensions of the window shall be referenced to a centreline, located at a distance 
Lais = 37,0 mm 0,1 mm 
from Reference Plane Y. The width of the window from the top of the case to 


Laus = 40,0 mm max. 


shall be 


L349 = 13,0 mm + 0,1 mm 


and 


La50 = 13,0 mm + 0,1 mm. 
The top of the window shall be specified by 


R399 = 40,7 mm min. 
originating from L;,, and 
Last = 29,0 mm + 0,1 mm. 


The width of the window with the projection portion shall be given by 
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Lasa = 10,0 mm min. 


and 


Lasa = 10,0 mm min. 


The width of the window at L,,, shall be given by 


+0,2mm 
L354 = 13,7 mm 
- 0,0 mm 
and 
+0,2mm 
Lass = 13,7 mm 
- 0,0 mm. 


The bottom and the projection portion of the window shall be the arc specified by a radius 


R349 = 14,0 mm min. 

and its centre shall be defined by the intersection of L,,7 and L3.,. 

The area bounded by R35, and top of the case shall be recessed from Reference Plane Z by 
Lass = 1,3 mm min. 
Lass = 4,1 mm max. 

over the width of the window. 


12.2.10 Shutter shape (Figure 44) 


The case shall have a spring-loaded shutter completely covering the spindle and head windows when the 
case is not inside a drive. The shutter shall be free to slide in a recessed area of the case. The shutter shall 
not protrude beyond Reference Planes Z or the surface of Side A by more than 0,15 mm. 


The shutter shall have an opener slot and an opener edge against which the shutter opener of the drive can 
push to open the shutter. The shutter can be moved toward the left corresponding to the shutter opener 
mechanism. 


The top of the shutter shall be located at 


+0,3mm 
Logg = 77,0 mm 
- 0,2 mm 


from Reference Plane X. 
The opener slot shall be defined by the dimensions 
Lasa = 5,0 mm + 0,1 mm 


+ 0,3 mm 
Lao = 2,2 mm 
- 0,0 mm. 


L361 = 2,0 mm + 0,1 mm 

and its centre shall be defined by the intersection of 
Lana = 37,0 mm + 0,2 mm 

from Reference Plane Y and 
Lana = 2,7 mm + 0,1 mm 

from Reference Plane Z when the shutter is closed. 


The outside edge corners shall be rounded off with a radius 
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R341 = 0,4 mm max. 


The inside edge corners shall be rounded off with a radius 
R342 = 0,4 mm max. 

The opener edge shall be defined by the dimensions 
L429 = 2,2 mm min. 
Lan: = 2,2 mm + 0,2 mm 

and its centre shall be located at L<. 

When the shutter is closed, the opener edge shall be at 
Lana = 50,7 mm + 0,3 mm 

from Reference Plane Y. 


The case shall have an opener guide through which the opener edge can be pushed by the shutter opener of 
a drive. 


In projective figure viewed from the case side shall be defined by L,,, and a width of 
bogs = 2,4 mm + 0,2 mm 

with the centre located at 
Laas = 2,7 mm + 0,1 mm 


from Reference Plane Z. 

The corner of the opener guide shall be rounded off with a radius 
R343 = 0,4 mm + 0,1 mm. 

12.2.11 Path for shutter opener (Figure 45) 

When the left-hand edge position of the opener slot is 
Logg = 6,3 mm, 

the shutter shall be open at 
Lago = 12,9 mm min. 


and 


L379 = 13,7 mm min. 

from L347- 

When the position of the opener edge is 
Las = 22,5 mm, 

the shutter shall be open at L;,, and L375. 


The left-hand edge position of the opener slot shall be 


L372 = 5,9 mm max. 


and the position of the opener edge shall be 


Lasa = 22,1 mm max. 


when the shutter completely moves up. 
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12.2.12 Label areas (Figure 46) 


The case shall have two label areas on Side A. Their dimensions shall be 


L374 = 7,1 mm 0,2 mm 
Lass = 5,0 mm + 0,2 mm 

Lass = 8,0 mm + 0,2 mm 

L377 = 66,0 mm + 0,3 mm 
Laza = 14,0 mm + 0,2 mm 
L379 = 72,0 mm + 0,3 mm 
Lann = 77,0 mm + 0,3 mm 
Lani = 55,0 mm + 0,3 mm 


R314 = 1,0 mm + 0,2 mm 


The label areas shall be recessed by 0,2 mm min. 


12.2.13 Identification marks for Sides A and B (Figure 47) 


ISO/IEC 17594:2004(E) 


Side A and Side B shall be identified by an identification mark provided on a concave part on Side A and Side 
B, respectively. On Side A, this concave part presents a small round projection, on Side B two such 
projections are provided. The position and dimensions of these identification marks shall be as follows. 


Side A 
+0,1mm 
Rais = 0,4 mm 
- 0,0 mm 
+0,1 mm 
Logg = 0,4 mm 
- 0,0 mm 


Lana = 10,2 mm + 0,3 mm 
Logg = 37,0 mm + 0,4 mm 


+0,1 mm 
Logg = 0,5 mm 
- 0,0 mm 


Las: = 9,0 mm + 1,0 mm 
Logg = 5,0 mm + 0,5 mm 


Side B 


+0,1 mm 
Rais = 0,4 mm 

- 0,0 mm 

+ 0,1 mm 
Lana = 0,4 mm 

- 0,0 mm 


Lana = 10,2 mm + 0,3 mm 
Logg = 37,0 mm + 0,4 mm 


+ 0,1 mm 
Lane = 0,5 mm 
- 0,0 mm 
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Lan: = 9,0 mm + 1,0 mm 
Logg = 5,0 mm + 0,5 mm 
Lana = 3,0 mm + 0,3 mm 
12.2.14 Disk holder and body (Figure 48) 
The case shall consist of a body and a disk holder to allow the removal or replacement of the disk. In the 


original condition, the disk holder shall be locked in the body and the sensor holes A1 closed. 


When the status of the sensor holes A1 changes from closed to open, the disk holder holding a disk can be 
removed from the case. Once the status of the sensor holes A1 changes from closed to open, the open status 
is kept and cannot be changed back to the closed status. The body and the disk holder shall be formed so as 
not damaging the read-out side of the disk. 


The disk holder shall have a pair of holding arms with upper and lower flanges, a grip, a pair of lock levers 
with a lock portion and a pair of detents. A disk shall be supported among the holding arms and the grip. The 
disk shall not be removed from the disk holder by a releasing force of 0,35 N or less. 


The dimensions of the disk holder shall be as follows, using the three orthogonal reference plane A, B and C. 
Arm 
390 = 22,0 mm + 0,2 mm 
391 = 79,0 mm + 0,2 mm 


392 = 84,8 mm + 0,1 mm 


394 = 19,5 mm + 0,2 mm 


L 
L 
L 
Laas = 74,0 mm + 0,2 mm 
L 
L395 = 70,0 mm + 0,2 mm 
L 


396 = 70,0 mm min. (The upper and lower flanges shall not lie inside Lo.) 


+ 0,1 mm 
Rus = 38,5 mm 

- 0,0 mm 

+ 0,1 mm 
R347 = 40,7 mm 

- 0,0 mm 


R313 = 42,4 mm + 0,1 mm 

Lan: = 3,7 mm + 0,05 mm 

Logg = 2,9 mm + 0,1 mm 

Logg = 3,1 mm + 0,05 mm 
Grip 

Lann = 43,0 mm + 0,1 mm 


Lui = 35,5 mm + 0,1 mm 


+0,0 mm 
L402 = 32,0 mm 

- 0,2 mm 

+ 0,0 mm 
Laus = 29,0 mm 

- 0,2 mm 
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+ 0,0 mm 
Liga = 0,7 mm 

- 0,2 mm 

+ 0,0 mm 
Laus = 22,0 mm 

- 0,2 mm 

+0,0 mm 


Laus = 19,0 mm 
- 0,2 mm 


R349 = 0,5 mm + 0,1 mm 
R309 = 1,2 mm + 0,1 mm 
Laus = 4,5 mm + 0,1 mm 
Laus = 3,1 mm + 0,05 mm 
Log = 5,4 mm + 0,05 mm 


+0,2mm 
L410 = 3,0 mm 
- 0,0 mm 


L411 = 20,0 mm + 0,1 mm 


L412 = 12,0 mm + 0,1 mm 


T 0.1 mm 
L413 = 0,1 mm 

- 0,0 mm 

+ 0,1 mm 
L414 = 0,5 mm 

- 0,0 mm 


L415 = 1,9 mm + 0,1 mm 
Lock lever 

L416 = 85,0 mm + 0,1 mm 

L417 = 34,5 mm + 0,1 mm 


L418 = 1,0 mm + 0,1 mm 


+ 0,0 mm 
L419 = 1,0 mm 

- 0,3 mm 

+ 0,1 mm 
L420 = 1,85 mm 

-0,3mm 


L421 = 4,0 mm + 0,2 mm 

L422 = 27,8 mm + 0,2 mm 

L423 = 36,0 mm + 0,1 mm 

L424 = 1,0 mm + 0,1 mm 
Detent 

L425 = 20,0 mm + 0,1 mm 

Ras = 1,5 mm + 0,1 mm 


The body shall be formed to engage the lock portions and the grip of the disk holder, as an example shown in 
annex J. 
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The body shall have the mis-release protection function for the disk holder with dimensions of L353, L324; L325» 
Lass, R305: Ran and 


Las = 2,7 mm min. 
as shown in figure 49. 


The body shall be formed so as to enable to set the disk holder with its elastic deformation in the condition of 
entering the disk in the body. 


84 © ISO/IEC 2004 — All rights reserved 


ISO/IEC 17594:2004(E) 


R302 


XX 


XXE 
CC 


Cr 
D 


OOOO 
KKK KD 


x Ky 
% K 


OOOO OK 
OK 


R302 


R 
Ru R303 302 
L310 
i I 
en må = 

t f 

PI SSII II LU I 4 l] 
I i 

L343 L312 i Section A-A i L342 Lars 
01-0061-A 


Figure 39 - Overall dimensions 
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01-0062-A 


Figure 40 - Reference surfaces 


86 © ISO/IEC 2004 — All rights reserved 


ISO/IEC 17594:2004(E) 


334 


Section A-A 


01-0063-A 


Figure 41 - Mis-insertion protection slot and detents 
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Figure 42 - Write-inhibit hole and sensor holes 
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01-0055-A 


Figure 43 - Spindle and head window 
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L 364 
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Figure 44 - Shape of the shutter 
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01-0067-A 


Figure 45 - Shutter in just open position (top view) and maximum open position 
(bottom view) 
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01-0068-A 


Figure 46 - Label areas 
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Figure 47 - Identification mark of Side A and B 
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Figure 48 - Disk holder shape 
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Figure 49 - Mis-release protection function of body of the case 
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12.3 Dimensions of the Type 8 case 


The dimensions of the Type 8 case shall be measured in the test environment (see 7.1.1). The dimensions of 
the case in an operating environment (see 7.1.2) can be estimated from the dimensions specified in this 
clause. 


The dimensions of the case are identical with those of the Type 6 case. See 12.1. 


The following clauses specify different features from the Type 6 case. 


12.3.1 Sensor holes 


The functions identified by the states of the sensor holes are specified in table 8. 


Table 8 - Use of the sensor holes 
hole | Closed | Open | | 


Not ER pes There may or may not be a disk Open 
Within the case 


| Cartridge detection | detection Not |  Notpermited | Closed 


ER Reserved E future standardization 


B1 Not permitted There may or may not be a disk Open 
within the case 
Reserved for future standardization 


12.3.2 Disk holder and body 


The case shall have a body and a disk holder to allow the insertion or removal of a disk. The disk holder can 
be taken out of and set in the body freely. 


12.4 Dimensions of the Type 9 case 


The dimensions of the Type 9 case shall be measured in the test environment (see 7.1.1). The dimensions of 
the case in an operating environment (see 7.1.2) can be estimated from the dimensions specified in this 
clause. 


The dimensions of the case are identical with those of the Type 7 case. See 12.2. 


The following clauses specify different features from the Type 7 case. 


12.4.1 Sensor holes 
The functions identified by the states of the sensor holes are specified in table 9. 
Table 9 - Use of the sensor holes 


Eo | permitted E may or may not be a disk Open 
within the case 


Reserved for future standardization 
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12.4.2 Disk holder and body 


The case shall have a body and a disk holder to allow the insertion or removal of a disk. The disk holder can 
be taken out of and set in the body freely. 


13 Mechanical characteristics 


13.1 Material 


The case shall be constructed from any suitable materials such that it meets the requirements of this 
International Standard. 


13.2 Mass 


The mass of the case without the disk shall not exceed 40 g. 


13.3 Edge distortion 


The cartridge shall meet the requirement of the edge distortion test defined in annex E. 


13.4 Compliance 


The case shall meet the requirement of the compliance (flexibility) test defined in annex F. 


13.5 Shutter opening force 


The spring force on the shutter shall be such that the force required to open the shutter does not exceed 1,75 
N while the vertical force of 2,5 N is applied to the shutter top surface. (See annex G) It shall be sufficiently 
strong to close a free-sliding shutter, irrespective of the orientation of the case. 


14 Interface between the case used as cartridge and a drive 


14.1 Capture cylinder (Figure 50) 


The capture cylinder is defined as the volume within which the spindle can expect the centre of the disk hole 
to be, just prior to capture, and with the cartridge constrained as specified in 13.4. The size of the cylinder 
defines the permissible play of the disk inside its cavity in the case. The cylinder is referred to perfectly located 
and perfectly sized alignment and location pins in the drive; it includes the tolerances of those dimensions of 
the case and the disk which are between the two pins mentioned and the centre of the disk. 


The bottom of the cylinder shall be parallel to Reference Plane Z, and shall be located at a distance 
Lani = 1,1 mm min. 

above Reference Plane Z. The top of the cylinder is located at a distance 
Lanas = 3,6 mm max. 


from Reference Plane Z. The diameter of the cylinder shall be 


Ds, = 2,8 mm max. 


and its centre shall be given by the nominal values of L,,, and L,,, of Type 6 case or Type 8 case, or L,,, and 
L351 of Type 7 case or Type 9 cases, in the drive. 


14.2 Inner dimensions of the case (Figure 51) 


The inner space of the disk shall be such that the disk is not in contact with the case during operation. The 
inner shape of the case shall meet the following requirements. 
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Lana = 1,7 mm max. 
Lana = 3,9 mm min. 


measured from Reference Plane Z and 


+ 0,1 mm 
Los = 0,3 mm 

- 0,0 mm 

+ 0,1 mm 
Lane = 0,3 mm 

-0,0 mm 


from the surfaces of L,,, and L,,, respectively and 
R501 = 19,5 mm max. 
R502 = 40,7 mm min. 


from a centre given by the nominal values of L445 and L449 of Type 6 case or Type 8 case, or L;,, and L3,, of 
Type 7 or Type 9 cases. 


15 Orientation of the disk in the case 


15.1 Two-sided disk (Type 2S) in case Types 6 and 8 


The disk surfaces are defined as Side A and Side B. Sides A and B of the case are identical as far as the 
features specified in this International Standard are concerned. The two-sided disk (Type 2S) has no specific 
orientation in the case. Therefore, references to Sides A and B of the case can be changed to B and A 
respectively. 


15.2 One-sided disk (Type 1S) in case Types 7 and 9 


A one-sided disk (Type 1S) has only one functional entrance surface defined as Side A. The disk shall be 
oriented in the case so that when Side A of the case faces upwards, Side A of the disk faces downwards. 
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01-0072-A 


Figure 50 - Capture cylinder 
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Figure 51 - Inner dimensions of the case 
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Annex A 
(normative) 


Position of the case for 120 mm disk relative to the Reference Planes 


This annex shows the position of the case for 120 mm disk relative to the Reference Planes, as specified in 8. 


Case Side B 


À 


ws, 


\— —— 


NS 


Alignment hole 


Location hole 
97-0117-A 


Figure A.1 - Position of the case 
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Annex B 
(normative) 


Edge distortion test of the case for 120 mm disk 


The distortion test checks if the case is free from unacceptable distortions and protrusions along its edges. 
The test is made by causing the cartridge to pass through the vertical slot of a gauge. 


B.1 Test gauge specification 


The gauge shall be made of a suitable material, e.g. of chrome-plated carbon steel. The inner surfaces shall 
be polished to a surface finish of 5 um peak-to-peak. 


The dimensions shall be as follows (figure B.1): 


Lg = 136,0 mm min. 

Lp = 125,0 mm + 0,1 mm 
Le = 8,0 mm + 0,1 mm 
Lg = 8,30 mm + 0,02 mm 


Le = 8,8 mm min. 


B.2 Requirements 
When the cartridge is inserted vertically into the gauge, a vertical force of 1,5 N max. (without the cartridge 


weight) applied to the centre of the top edge of the cartridge shall cause the cartridge to pass through the 
gauge. 
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01-0092-A 


Figure B.1 - Distortion gauge 
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Annex C 
(normative) 


Compliance test of the case for 120 mm disk 


The compliance test checks the flatness and flexibility of the case by forcing the four reference surfaces of the 
case into a plane. The test is made by placing the cartridge on the supports of a gauge and applying forces on 
the cartridge opposite to the supports. 


C.1 Test gauge specification 


The test gauge consists of a base plate on which four posts P4, P2, P and P, are fixed so as to correspond to 
the four surfaces S1, S2, S3 and S4, respectively (figure C.1). The location of the four reference surfaces S1, 
$2, S3 and S4 is defined in 8.1.4 (figure 4) or 8.2.4 (figure 14). 


The dimensions are as follows (figure C.2): 
Posts P, and P, 


D,=6,50mm +0,01 mm 


+ 0,02 mm 
D, = 3,90 mm 
- 0,00 mm 


L= 0,5 mm +0,1 mm 

Ly = 3,0 mm + 0,1 mm 
The top area of posts P, and P, has a chamfer. 
Posts P, and P, 

D, = 5,00 mm + 0,01 mm 


After assembly, both the upper annular surfaces with outer diameter D, of the two posts P4 and P2 and the 
upper surfaces of the two posts P, and P, shall lie between two horizontal planes spaced 0,01 mm apart. 


Positions of four posts P:, P2, P3 and P, 
Each centre of posts P;, P3 and P, shall be located at 
L,=102,0mm +0,1 mm 
L=11,0mm +0,1mm 
L;=113,0mm +0,1mm 
L,=90,0mm +0,2 mm 
from the centre of the post P4. 


The cartridge shall be placed with its reference surfaces onto the posts of the gauge placed horizontally. A 
vertical downward force of 1,0 N shall be exerted on the cartridge opposite each of the four posts. 


C.2 Requirements 


Under the conditions of C.1, three of the four surfaces S1 to S4 shall be in contact with the surface of their 
respective posts, and any gap between the remaining surface S and the surface of its post shall not exceed 
0,1 mm. 
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01-0093-A 


Figure C.1 - Compliance gauge 


97-0120-A 


Figure C.2 - Detail of post 
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Annex D 
(normative) 


Position of the case for 80 mm disk relative to the Reference Planes 


This annex shows the position of the case for 80 mm disk relative to the Reference Planes, as specified in 12. 


S1 


Location hole 


Alignment hole 


01-0074-A 


Figure D.1 - Position of the case 
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Annex E 
(normative) 


Edge distortion test of the case for 80 mm disk 


The distortion test checks if the case is free from unacceptable distortions and protrusions along its edges. 
The test is made by causing the cartridge to pass through the vertical slot of a gauge. 


E.1 Test gauge specification 


The gauge shall be made of a suitable material, e.g. of chrome-plated carbon steel. The inner surfaces shall 
be polished to a surface finish of 5 um peak to peak. 


The dimensions shall be as follows (figure E.1). 


Lg = 92,0 mm min. 

Lp = 89,6 mm + 0,1 mm 
Le = 6,0 mm + 0,1 mm 
Lg = 5,70 mm + 0,02 mm 


Le = 6,2 mm min. 


E.2 Requirements 
When the cartridge is inserted vertically into the gauge, a vertical force of 0,8 N max. (without the cartridge 


weight) applied to the center of the top edge of the cartridge shall cause the cartridge to pass through the 
gauge. 
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01-0075-A 


Figure E.1 - Distortion gauge 


108 © ISO/IEC 2004 — All rights reserved 


ISO/IEC 17594:2004(E) 


Annex F 
(normative) 


Compliance test of the case for 80 mm disk 


The compliance test checks the flatness and flexibility of the case by forcing the four reference surfaces of the 
case into a plane. The test is made by placing the cartridge on the supports of a gauge and applying forces on 
the cartridge opposite to the supports. 


F.1 Test gauge specification 


The test gauge consists of a base plate on which four posts P4, P2, P3 and P; are fixed so as to correspond to 
the four surfaces S1, S2, S3 and S4, respectively (figure F.1). The location of the four reference surfaces S1, 
$2, S3 and S4 is defined in 12.1.4 (figure 26) or 12.2.4 (figure 37). 


The dimensions are as follows (figure F.2): 
Posts P, and P, 
Dg = 5,50 mm + 0,01 mm 


+0,02 mm 
Dp = 2,90mm 
-0,00 mm 


Lr > 0,5 mm + 0,1 mm 

Lg = 3,0 mm + 0,1 mm 
The top area of posts P, and Pz has a chamfer. 
Posts P, and P, 

D, = 4,00 mm + 0,01 mm 


After assembly, both the upper annular surfaces with outer diameter D, of the two posts P4 and P, and the 
upper surfaces of the two posts P, and P; shall lie between two horizontal planes spaced 0,01 mm apart. 


Positions of four posts P4, P2, P; and P4: 
Each centre of posts P2, P3 and P, shall be located at 
Lh = 74,0 mm + 0,1 mm 
L,=6,5 mm + 0,1 mm 
L; = 80,5 mm + 0,1 mm 
LL = 66,5 mm + 0,2 mm 
from the centre of the post P4. 


The cartridge shall be placed with its reference surfaces onto the posts of the horizontal gauge. A vertical 
downward force of 0,4 N shall be exerted on the cartridge opposite each of the four posts. 


F.2 Requirements 


Under the conditions of F.1, three of the four surfaces S1 to S4 shall be in contact with the annular surfaces of 
their respective posts, and any gap between the remaining surface S and the annular surface of its post shall 
not exceed 0,1 mm. 
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01-0080-A 


Figure F.1 - Compliance gauge 


01-0079-A 


Figure F.2 - Detail of posts 
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Annex G 
(normative) 


Shutter opening force test of the case for 80 mm disk 


Figure G.1 - Measuring method of shutter opening force 
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Annex H 
(informative) 


Examples of an opening cover for a Type 2 case, a Type 3 case, 
a Type 4 case or a Type 5 case 


Cover closed 


Cover open 


97-0121-A 


Figure H.1 - First example of an opening cover 
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Hinge Area 
Shutter 


Cover closed 


Hinge Area 
Shutter 


Cover open 
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Figure H.2 - Second example of an opening cover 
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Annex J 
(informative) 


Connection between disk holder and body of the case for 80 mm disk 


Lock portion of disk holder 


01-0077-A 


Figure J.1 - Connection between lock portion of disk holder and body 
Se Body of the case 


Grip of disk holder 


01-0078-A 


Figure J.2 - Connection between grip of disk holder and body 
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Annex K 
(informative) 


Transportation 


K.1 General 


As transportation occurs under a wide range of temperature and humidity variations, for differing periods, by 
many methods of transport and in all parts of the world it is not possible to specify conditions for transportation 
or for packaging. 


K.2 Packaging 


The form of packaging should be agreed between sender and recipient or, in the absence of such agreement, 
is the responsibility of the sender. It should take account of the following hazards. 


K.2.1 Temperature and Humidity 


Insulation and wrapping should be designed to maintain the conditions for storage over the estimated period 
of transportation. 


K.2.2 Impact loads and vibration 


Avoid mechanical loads that would distort the shape of the case or cartridge. 
Avoid dropping the case or cartridge. 
Cases or cartridges should be packed in a rigid box containing adequate shock-absorbent material. 


The final box should have a clean interior and a construction that provides sealing to prevent the ingress of 
dirt and moisture. 
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